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25X1A 
Subjects = New Chemical works 4n KTROKOVAN/Arnenta, 
Location; = Sec attached sketch, 
Particulars: = This plant comprises long established Nitrogen and 


’ Carbide works, a new chanical works, a powr station and 
& small unknowm building (multi stomicd, 5 - 4 big boilers 
of stainless steel are to be erectcd in front of the 
building). The power station is surrounded by a special 
wall and was out of bounds to Py's. 
The chemical works are typical for their seven transformers, 
erected in line, which are supplicd with clectric current 
by the powor station, For the interior, BCC orossenection ‘ 
of the building on the sketch, The so-called "heavy machines 
(14, pieces) of different sizes arc fitted in the middle of 
one of the workshops, just above large squr.’e openings, 
through which the eloctric current rails rm down into the osy4, 
cellar, The biggest mohines have the creat. measures of 
- approx, 6 ft wide, 23 = 26 ft long ond 7 1% high, Origin: 
U.S,A, Kind ani purpose were not knowm 
A series of somcalled "light machines" f1ttod at one side 
and attached to the controlling mechanism in the cellar 
have the “erate measure" of 31,50 in x 31,50 inx 6 ft 
6 3/4 in. The other series, with a "crate seasure" of 
3 ft 3,4 inx 6 ft 6 3/4 in x 6 ft were partly connected 
with the transformers outside, partly with the controlling 
system in the cellar, these 25X1A 
machines are operating full automatically, soundlessly and 
are provided with many counters, levers, m.itches and 
other instruments for measuring, The 2 x G accrnulaoting 
rails made fron copper (in the cellar) have a cross-section 
’ of 0,473 in x 8,657 in,per roil, Another series of electric 
current rails run from the collier to larze insulators 
fitted on conorete bases in an annexc shop, 
As the erecting of machinery and tools was only beginning 
the informant could not give partiawlars ab ut the nature 
and purpose of the outfit, 
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, Sketch Attached, 


. . N . 
' : ! 
Approved For Release 2001/12/12 : CIA-RDP83-00415R003600050005-1 
i 


ee | 


ee ay 


—— TIFLI5 


‘ontage ber este 
eV roste -Kesse/ 


Se Sos =x 

*| & 

i: = 

Re oS 2 

“Pw £ 

" 7 Schornstem % 38 3 
d JOm hoch 7 Transformaforen — 
oa c¢.300 m < 

© 


c ~ 
3-4 ; z § 
a = : = 
SF hragau/- : = 8 
zuge(Loren)k § 8 
_ 1. Hohlen “§ = 3 
ox pesos &E YW 
AT QE Mor for . § . 
LIVE SHEP, - 25 F 
ce S 
oe ann 
esac ¢ 
Sie bs 
Sgah 8 
SIX o 9 
gt eo. 9 
ree gen 
se*e_zag 
esses 
“09 8 


7 
3 
4 
3 
6 


Neues chemrsches Werk 
in 


KIROWOKAN 


Stand. Out. 47 — Jull 48 


Approved For Release 2001/12/12 : CIA-RDP83-00415R003600050005-1 


